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Message Text 


TAGS: TPHY, TBIO, OSCI, EG 

SUBJECT:U.S. -EGYPT JOINT WORKING GROUP ON MEDICAL 
COOPERATION 


REF: CAIRO 08195 


PASS: SCIATT 


1 . SUGGEST THAT FIFTH JOINT WORKING GROUP MEETING BE 
CONDUCTED JUNE 3-4-5 IN CAIRO. PLEASE CONFIRM WITH 
MINISTRY OF HEALTH. 


2. PHS DEEPLY REGRETS DIFFICULTIES AND APPRECIATES 
SCIATT ASSISTANCE IN SCHEDULING MEETING. VANCE 


UNCLASSIFIED 
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